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le Or. Krug and Dr, Lehmann who, next to Dr. Lau, are the leading scientists 
at the Cptical Institute Karow of the Gorman Academy of Selences, have devel~ 
oped a new test instrument far optical lenses, The ftnatrumenh mikes 1% posible 
to test not only single mistakes in one optical systen, bub also to indicate 
in nonbers to what. distance a certain type of objective can be used, Tests 
can alse be made with this instrument to rauge the posclbility of improving 
the Pinel rosult throuch a change in lense distances in any Individual ebjective. 


2. The personnel at Karow Inatitute is trained exclusively in wave optica and 
not in the field of peometric opties. This limits its research and usefulness 
considerably. The Karow Institute is rerorted to te in close connection with 
Askania—lerke. 
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